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PAGE 01 STATE 110180 
ORIGIN SY-05 

INFO OCT-01 AF-10 NEA-10 ISO-OO /026 R 

DRAFTED BY A/SY/OPS/T:C PELCZYNSKLSPL 
APPROVED BY A/SY/OPS/T:M MUSSER, CHIEF 
DESIRED DISTRIBUTION 
SY/OPS/FO/NEA; SY/OPS/TAVSB - MINOR 

124395 011614Z/75 

R 01 1602Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 
INFO AMCONSUL CASABLANCA 
AMEMBASSY NAIROBI 


Message Text 


LIMITED OFFICIAL USE STATE 110180 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: PORTABLE VHF ALARM SYSTEM 

CAIRO FOR RSO; CASABLANCA FOR OIC/TSO; NAIROBI FOR OIC/RTC, 

RSS; FROM SY/OPS/T 

REF: (A) CAIRO 11474, (B) CASABLANCA 0574 

ONE SUBJECT SYSTEM BEING SHIPPED DIRECT TO RSO CAIRO. 

REQUEST OIC/RTC ADVISE RSO ACCORDINGLY RE TECHNICAL ASPECTS. 
FYI SYSTEM HAS RANGE LIMITATIONS AFFECTED BY VARIOUS BUILD- 
ING MATERIALS; ACCORDINGLY, APPLICABILITY WILL DEPEND ON 
LOCATION OF GUARDED SPACE VIS-A-VIS GUARD POST. VANCE 
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